1984
Bufffer et al., 1984
Garfmkel et al., 1985
Pershagen et al., in press
Akiba et al., 1986
78 (25M, 53F)
controls (non-tobacco cancers)
Texas: 41 cases (out of  Interview 460); 192 population-based controls (out of 482)
NJ, Ohio: 134 cases age 40+; 402 colon cancer
Sweden: 67 registry cases; 347 controls
Japan: 113(94F, 19M) cases (out of 164);380{270F, 110M) controls (match age, city, vital status)
Interview, blinded
Mailed
Yes
Yes
Yes
Interview, not blind
had no
spouse
No criteria        No criteria given      Spouse given
Used data on    Exclude, exposed    Home, out-
relative, otherwise "unexposed" "Unexposed"   Exclude
side home
Spouse, parents, workplace
Yes, (90% of cases, 88% of controls)
Excluded          Exclude; spouse      Spouse,
"nonsmoker" if      parents no smoking in prior lOyr
matched for age, sex, race, hospital, and date interviewed
Original population matched age, race, vital status, county; no match on final sample
No dose-response effect; corrected for age, SES, date diagnosed Previous interview 1961, 1963 with follow-up 1984; possible interaction with radon; adjusted for occupation, radon, urban; matched for age, vital status Selected from atomic bomb survivors; average age more than 70; no adjustment for radiation doses (out of           blinded	cases, 11%       include             pack yr of	parents	race, or hospital
